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Abstract 

In the last few years, new Adaptive Optics [AO] techniques have emerged to answer new as- 
tronomical challenges: Ground-Layer AO [GLAO] and Multi-Conjugate AO [MCAO] to access a 
wider Field of View [FoV], Multi-Object AO [MO AO] for the simultaneous observation of several 
faint galaxies, eXtreme AO [XAO] for the detection of faint companions. In this paper, we focus our 
study to one of these applications : high red-shift galaxy observations using MOAO techniques in 
the framework of Extremely Large Telescopes [ELTs]. We present the high-level specifications of a 
dedicated instrument. We choose to describe the scientific requirements with the following criteria 
: 40% of Ensquared Energy [EE] in H band (1.65/^m) and in an aperture size from 25 to 150 mas. 
Considering these specifications we investigate different AO solutions thanks to Fourier based sim- 
ulations. Sky Coverage [SC] is computed for Natural and Laser Guide Stars [NGS, LGS] systems. 
We show that specifications are met for NGS-based systems at the cost of an extremely low SC. For 
the LGS approach, the option of low order correction with a faint NGS is discussed. We demonstrate 
that, this last solution allows the scientific requirements to be met together with a quasi full SC. 

1 INTRODUCTION 

A new era of astronomical telescopes is about to start with diameters reaching 30 to 60 meters. This 
concept of ELTs will provide a dramatic advance in our understanding of the primordial universe. By 
accommodating 3D spectroscopy devices and relatively large FoV (10 arc minutes), ELTs will be a priv- 
ilaged tool for the study of formation and evolution of galaxies. 

The spatial resolution of ground based telescopes is limited by the presence of the atmospheric turbu- 
lence which leaves us with image resolution of 0.5 arc second at best. Current Very Large Telescopes 
[VLTs] (8-10 meter-class) are now equipped with AO which provides a real time correction of turbulence 
and enables large telescopes to give almost diffraction limited images. But because of anisoplanatism 
effects, the AO corrected FoV is small, and a good correction requires bright (Natural or Laser[ 1 ]) Guide 
Stars near the scientific object. Typically, the compensated FoV around the Guide Star is of the order of a 
few times the isoplanatic patch 6q ( a f ew tens of arcsec in the Near InfraRed). In extragalactic studies, to 
avoid contamination of light by the interstellar medium, it is necessary to observe in a direction far of our 
galactic plane. In that case, the surface density of stars becomes very small, and classical AO working 
with NGS can not be used. Even close to the galactic plane, because of the required star brightness, SC 
would be lower than 5%. 
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To overcome this problem, new AO techniques (GLAO[2|, MOAO[3 ( 4|) have emerged in the last few 
years to increase the corrected field. These new methods are based on a full measurement of the 3D 
turbulent volume using several Guide Star. The correction is then applied using one or more Deformable 
Mirrors [DMs] and the corrected FoV can reach few arcmins. To improve the sky coverage, LGS have 
been proposed! 5 !• This solution, that create an artificial star in the sodium layer of the atmosphere, could 
be used where the density of stars becomes too small for a good turbulence analysis even with GLAO 
or MOAO. Should some critical issues be solved (cone effect, spot elongation, tilt indetermination), the 
gain achievable by such a system could be very promising. The ultimate solution would be to associate 
LGS with multi-analysis concepts! 6 1 ■ 

These instruments are now under development for VLTs. The AO design rules and choices to meet a 
given performance are relatively well understood for this kind of telescope diameter. However, for ELTs 
the whole instrumentation has to be reconsidered and redefined. 

In section 2 we present the instrumental specifications imposed by astrophysical goals. Section 3 is 
dedicated to a preliminary estimation of an AO design and the SC issue is discussed. In Section 4 we 
analyze the performance of an AO system using laser probe, and in Section 5 we extend this study to 
Wide Field AO concepts. 

2 High Level Specifications 

Extragalactic studies will benefit from the large capabilities of ELTs in light concentration and spatial 
resolution. 3D Spectroscopy of galaxies up to rriAB — 25 will have a large impact in our understanding 
of the assembly of dark and visible matter (from z = to z = 5), the physics of galaxies near the 
reionisation (z = 6-9) and the search for the primordial galaxies (z » 6)[7 1 . 

3D Spectroscopy of distant galaxies will necessitate to obtain spatially resolved spectra of very faint 
and physically small objects. In terms of instrumental specifications this leads to several critical points. 

2.1 Spectral Resolution 

Figure[2shows that the most important emission lines in galaxy studies (H a , Hp, [Oil], [OIII]) will 
be redshifted in the Near InfraRed [NIR] at high redshift. 

In this spectral window, the sky is dominated by thin, but intense OH emission lines[8| . To avoid 
contamination by these atmospheric OH lines, a minimal spectral resolution is needed to separate them 
and make observations between these lines possible. That leads to a minimal spectral resolution of 
R > 5000. 

Besides, the scientific goal for the study of galaxy dynamics would be to obtain resolved velocities 
of a few tenths of kilometers. To achieve this at high redshift (z ~ 5), a spectral resolution of R = 
10000 ± 5000 is required. 
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Figure 1 : Spectral localization of emission lines at different redshifts from / band to K band (from 
0.7/xm to 2.45/um respectively). We see that NIR has a special importance for the study of emission lines 
at high redshift. 

2.2 Spatial Resolution 

The typical size of galaxies at z ~ 5 is Rhaif — 150mas (half light radius in the stellar continuum[9 1). 
Sampling R^ a i / would then require an angular resolution of at least 75 mas. To map a physical parameter 
on these objects, and thus be able to resolve different areas (HII regions, SN, ...) an even better spatial 
resolution is required (resolution element ~ 25mas - see figure|2]on the left). Note that, based on Shanon 
crtiterion, two pixels per resolution element are needed (see ngure[2]on the right). The angular resolution 




- 300mas @ z = 5 



Figure 2: Left : Illustration of the spatial sampling of a galaxy. Each square represents a spatially 
resolved resolution element in which a spectra is obtained. Right : To spatially sample each resolution 
element, the pixel size is twice smaller. 

specification can probably be relaxed as first GIRAFFE results! 10] (3D spectrograph at the ESO-VLT) 
have shown that in many distant galaxies, the gas seems to be more extended than the stars. An angular 
resolution around Rhaif could probably be sufficient. In the present study, we choose to explore an 
angular resolution size ranging from 25 to 150 mas. 
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2.3 Field of View and multiplex capability 

A large FoV will be required to avoid cosmic variance effects, and obtain a statistically unbiased 
sample. A large FoV is also essential to allow the simultaneous 3D spectroscopy of several galaxies. To 
encompass projected clustering scales at high redshift (which size varies from 4 to 9 Mpc), a field of view 
of 10 arcmin in diameter is necessary. A first rough estimation of the instrument multiplex capability 
can be estimated by considering the number density of galaxies at z ~ 5, where the most emission lines 
leave the K band. Lehnert et al.[ 1 1 1 give a number density of ~ 0.3 source per square arcminute between 
z = 4.8 and z = 5.8 down to Iab — 26. A 10 arcmin diameter FoV would then necessitate a minimal 
multiplex capability of few tens of objects. 

2.4 Ensquared Energy [EE] 

We define a parameter to link the image quality with the spectroscopic performance. This parameter 
is the fraction of Energy of a PSF, normalized to the total flux, Ensquared within a given square aperture. 
In our case, the Useful Aperture [UA] is a square box which size fits the specified angular resolution 
(from 25 to 150 mas). Assemat et al.[ 12 1 show that, for a 8-meter class telescope, an EE of 30-40% is 
required to detect the Ha line with a Signal to Noise Ratio [SNR] greater than 3. More recently, prelim- 
inary results (Puech et al., in preparation) based on simulations of kinematics of distant galaxies, show 
that physical parameters are recovered only with an EE of at least 30% for a 40-meter class telescope. 
We see that both results are consistent, and we choose to set this scientific specification to 40% of EE in 
H band in the following study. This could be subject of future adjustments, but seems to be a reasonable 
work baseline. 

2.5 Seeing limited performance 

Figure fj] shows the expected EE in different UA sizes for an instrument limited by the atmospheric 
turbulence. We see that with a seeing-limited instrument, the performance reached is very far from the 
scientific specifications. 

The size of the UA is typically ten times smaller than the seeing-limited image. AO is thus essential 
to concentrate the light within these small apertures. AO will also increase the SNR as it minimizes the 
flux spread in the neighboring apertures. 

2.6 Multi- Objects Adaptive Optics 

Taking into account the huge FoV determined by scientific considerations, only Wide Field AO sys- 
tems could be used for Extragalactic Studies. In a previous studv !13l . we have shown that a GLAO 
system is not consistent with the foreseen performance. We will thus focus on Multi-Objects Adaptive 
Optics systems. 

Instead of compensating the whole field, MOAO will perform the correction locally on each scientific 
object. Several off axis Guide Stars are considered to perform a tomographic measurement of all the 
turbulent volume around each scientific object (ie. direction of interest). The optimal correction is then 
deduced from the turbulence volume knowledge and applied using a single DM per direction of interest. 
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Figure 3: Percentage of Ensquarred Energy in a growing UA for a seeing limited instrument. Seeing = 
0.81arcsec. A is the scientific wavelength. Note the small Y axis range values. 

In order to design our MOAO system, we assume that the related residual phase variance can be split 

as : 

®res " fit ® alias ^temp ^noises ®tomo (1) 

The first term in eq. Q represents the undermodelling error, the second term is the Wave Front Sensor 
[WFS] aliasing error, the third term is the servo-lag error, the fourth term corresponds to the WFS noise 
(photon and detector) and the last term is the error link with tomographic reconstruction of the turbulent 
volume. 

In the following, we will study how to distribute the weight conceded for each error term, in order 
to reach the EE specification. 

3 The Natural Guide Star solution 

In this section, we are interested on how a "classical" NGS-based AO system should be designed 
(number of actuators, GS magnitude, ...) in order to reach the scientific specifications. Instead of dealing 
with multi-NGS tomographic AO right now, we want first to consider the simple on-axis case. This will 
give us an upper limit value of the performance, knowing that in practice, multi-NGS systems performing 
tomography reconstruction should lead to supplementary terms of errors (e.g. tomographic error). These 
terms will be analyzed in more detail later on. The goal of this section is not to give a detailed analysis 
of the system but rather to find general behaviors. 

3.1 Dimensioning the AO system 

To perform our simulations, we used a simulation tool based on Fourier approach which computes an 
AO corrected PSF for different AO configurations 1 141 IT5ll . We study the EE versus several parameters : 
the size of the UA, the correction degree, the temporal bandwidth and the magnitude of guide stars. 
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3.1.1 Degree of correction 



The first step to dimension our AO system is to evaluate how many actuators (or WFS sub-apertures) 
are needed to concentrate, closer to the center, the energy spread far from the optical axis by the turbu- 
lence. We consider undermodelling, aliasing and servo-lag errors, that are closely related to correction 
degree, and we neglect WFS noises and anisoplanatism. For undermodelling, we assume that the AO 
correction is characterized by the DM cut-off frequency which is defined by : 

where d (hereafter called pitch) is the WFS sub-aperture size. 

The number of actuators (or WFS sub-apertures) is then defined by : 

N = § (3) 

where D is the telescope diameter. 

For Servo-lag error, we assume that the turbulence is stratified in 10 independent horizontal layers. Each 
layer is seen as a frozen screen propagating horizontally at constant velocity and direction across the 
telescope pupil. The temporal sampling frequency is then optimized to maximize the EE. Finally, the 
aliasing error results from the spectral aliasing of the high-order modes into lower order modes. 
The main atmospheric parameters and the AO hardware characteristics are summarized in Tabled Sim- 
ulation results are presented in Figured 



Parameter 


Value 


Remark 


Diameter 


42m 


No central obstruction 


Turbulence 


Typical Paranal Profile 


10 layers 


Seeing 


0.81" @ 0.5 fim 


Paranal median value 


Lo 


22m 


Paranal median value 


<Wind> 


12.5 m/s 




Wave Front Sensor 


Shack-Hartmann @ 0.65/im 


Same number of lenslets 


type 


4x4 pixels/sub pupils 


as actuators 


WFS Temporal Sampling 


50-500Hz 


Total delay = 2 frames 



Table 1: Simulation parameters. 
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Figure 4: Left : Effect of the size of the UA on the expected performance for various degrees of correc- 
tion. Right : AO-corrected PSFs for different pitch sizes (log scale). 

Figure@]shows that : 

• The size of the UA has a small impact on the performance as soon as this size is large enough 
(> 30-40mas) compared to the diffraction limit. Indeed, as shown in Figure|4](right), the PSFs are 
composed by a diffraction core which size is small (A/D~ 8mas) and a large residual halo (A/pitch 
~ 680mas for pitch = 0.5m). As soon as the size of the UA is comprised between these particular 
sizes, the EE will nearly remain constant. Of course this is only valid for this kind of PSF shape. 

• To achieve the performance imposed by scientific specifications, a large number of actuators is 
needed. Even for this optimistic case of on-axis correction with bright NGS, a pitch size smaller 
than 0.75m is required. For a 40m-class telescope, that leads to at least a 50x50 actuators. A high 
coupling factor can only be obtain by using a high order compensation. 

3.1.2 Impact of GS magnitude 

Multiplying the number of actuators (or WFS sub-apertures) constraints the limiting magnitude of 
stars available for WFS. To illustrate this limitation, we compute the impact of the magnitude of the guide 
star by adding WFS noises (photon and CCD) to the previous simulations. For the WFS photon noise, 
we assume a global transmission of our system given by a Zero Point = 10 10 photo- e~ /m 2 / s. This Zero 
Point is defined by the number of photo-electrons detected on the WFS CCD for a GO star with V = 0. It 
includes the overall transmission of atmosphere and telescope optics (r = 0.25), the quantum efficiency 
of the detector (77 = 0.9) and the spectral bandpass of the CCD (A> = 0.4^m). For the electronic noise, 
we consider a CCD providing le-/pixel. Note that no modal optimization was taken into account in these 
simulations. Figure|5]shows the impact of these additive noises on the expected performance for different 
degrees of correction. 
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Figure 5: Impact of the magnitude of guide star on the EE versus the degree of correction. The UA size 
is set to 50mas in this example. Magnitude are given in V band. 



Figure |5] shows that relatively bright stars must be considered for WFS as the received number of 
photon is divided between a large number of sub-pupils. For instance, we note that for a pitch value 
around 0.5m (resp. 0.2m), only stars with magnitude lower than 16.2 (resp. 14.8) could be used for WFS 
in order to reach 40% of EE. The best compromise between performance and limiting magnitude seems 
to work with a 0.5m pitch system (~ 80x80 actuators). In the following study we will set the pitch size 
to this value. 

3.2 Sky Coverage issue 

Results from figure |5] point out that a limitation in the choice of the NGS magnitude appears due to 
the high degree of correction needed. When dealing with NGS, this limitation will lead to SC issue. 
The purpose here is to estimate the SC when working with NGS in a tomographic fashion. In a MOAO 
system, several off axis GS (a constellation), even far outside the isoplanatic patch, are used to perform 
a tomographic measurement of all the turbulence volume. Depending on the size of the constellation 
and the magnitude of the stars, the achievable SC will change. Unfortunately, for widely separated GS, 
the tomographic error can be very high. For this reason, we choose to investigate reasonable separated 
constellations where reference stars are sought within a 2.5 or 5 arcmin FoV in diameter. We also 
presumed that the limiting magnitude for three NGS will be approximately the same as for one NGS. 
From figure |5] we choose V< 16. For all our SC estimation we have used an algorithm developed by 
Fusco et al.[ 16] Sky coverage results are presented in Tabled 

Even when working with NGS in a tomographic configuration, full SC can be obtained only near the 
Galactic plane. This is incompatible with extragalactic studies : they require to observe at high galactic 
latitudes, where the Sky Coverage becomes small. To overcome this limitation, the solution of using an 
Laser Guide Star is mandatory. Only the LGS solution could offer a sufficiently important SC, even near 
the galactic pole. In the following study we will focus on systems working with LGS. 
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Galactic Latitude = 30° 


Galactic Latitude = 60° 


Galactic Pole 


V< 16 


FoV = 2.5' 


Fov = 5' 


FoV = 2.5' 


Fov = 5' 


FoV = 2.5' 


Fov = 5' 


Tomographic Mode 


7 % 


40.3% 


0.5% 


8.5% 


0.3% 


5.3% 


Single NGS Mode 


4.6% 


1.7% 


1.3% 



Table 2: Sky Coverage for different galactic latitudes and V < 16. In the Tomographic Mode, the SC is 
expressed in the percentage of the sky where at least 3 stars with V < 16 can be found in a given FoV. In 
the Single NGS Mode, the SC is given by the number of stars with V < 16 multiplied by the isoplanatic 
surface. 



4 The Laser Guide Star Solution 

LGS systems are usually based on the analysis of the back scattered light from the excitation of an 
atmospheric resonant layer. This solution, which can provide bright sources anywhere in the sky seems 
very attractive. Nevertheless, this promising technique suffers from some limitations detailed below. 
A first problem is due to the finite altitude of the LGS. Rays from the LGS do not sample the same 
turbulence as the collimated beam coming from the science object leading to a phase estimation error. 
This effect (which is called Focus Anisoplanatism [FA] or Cone effect) becomes predominant for ELTs, 
and makes the use of a single LGS useless. However, previous studies! 17 , 18 ] have shown that FA can 
be solved by using several LGS to sense the whole cylinder turbulence path. In the following we will 
make the assumption that FA error is actually solved. 

A more severe limitation is the Tilt indetermination. As a consequence of the round trip of light the 
wavefront tilt cannot be obtained from the LGS[ 19]. Elaborate techniques have been proposed to measure 
the Tilt from the LGS [20 21 ] but unfortunately, real time correction has not yet been demonstrated. This 
forces to use a NGS to retrieved the wave front Tilt[22 1. 

In the following sections, we will consider an ideal system which provides a perfect correction of modes 
higher than Tilt. All other terms of errors are neglected. The purpose is no more to achieve a given 
scientific specification, but rather to evaluate the impact of Tilt indetermination on our system design. To 
do this, two configurations are investigated : one with no Tip-tilt correction at all and one with a NGS 
Tip-tilt partial correction. 



4.1 No tilt correction : 100% sky coverage 

As the wavefront Tilt cannot be measured from the LGS, we simply propose to not correct this mode. 
Doing this, the effect of Tilt variance will be to spread the PSF In first approximation we will consider 
that the FWHM of a Tilt-uncorrected PSF is approximately given by Ujitter, where (Jjitter is defined by 

/ 4 A\ 

O jitter = [q^Jj j GTilt W 

OTiit can be computed from general expressions as given by Conan et al[23 ]. 

If the UA size is larger than the FWHM of the Tilt-uncorrected PSF, a large proportion of the energy 
will stay in the aperture, even without Tip-tilt correction. Assuming a gaussian jitter much broader than 
the Airy peak, we will suppose that the final resulting PSF is a gaussian itself. From this, we can expect to 
concentrate approximately 92% of the energy if the squared UA size is equal to 2<x,^ ter . This condition 
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can be written as : 

4 

EE ~ 92% if UA-Size > latter = -<ttm (5) 
where, the UA Size and ajater are expressed in X/D unit. 

The value of ajater depends on seeing and also on the outer scale value Lq. This last parameter is 
of prime importance, especially when dealing with ELT. For this reason, we have computed the size of 
the UA required to concentrate 92% of the energy versus Lq. We consider the same turbulent profile as 
in section |21 except for Lq which value will vary. The telescope diameter is still D = 42m. Results are 
presented on figure |6] 
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Figure 6: Minimal size of the UA (expressed in X/D unit) required to concentrate 92% of the energy 
versus Lq. Correspondences with typical Useful Aperture sizes expressed in 'mas' are also plot for 
comparison. 

Figure |6] shows that, for the seeing considered, and for Lq <25m (resp. 50m) the performance 
criterion is met without Tilt correction for a UA size of 50mas ~ 6.2X/D (resp. lOOmas ~ 12.3A/D). 
These two examples demonstrate that the relevance of a Tip-Tilt free system is very dependent on the 
value and distribution of Lq. Of course the performance is also met for better seeings and smaller outer- 
scales. The probability to be in such domain (seeing and outer-scale better than given values) gives a 
lower bound of the useful observing time. This one can be deduced from the site turbulence statistics. 
Assuming that the value of Lq and Seeing are independent, this probability can be written as : 

P (Seeing < S,L < L) = P (Seeing < S) P (Lq < L) (6) 

where, S and L are the maximal values of seeing and Lq considered. 

The outer scale statistics has been measured by several campaigns] 24 1, showing a median value of 22m 
and a log-normal distribution. Since for 50mas UA the limiting values for both seeing and outer-scale 
roughly correspond to median values, we can expect at least 25% of observing time. For a system work- 
ing with smaller UA, or in order to reach more observing time, a partial Tilt correction will be necessary. 
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4.2 Partial Tip-Tilt correction 

Another solution to Tip-Tilt indetermination is to use two adaptive optics systems. One for the 
target, and one working on a NGS for the Tilt reference. For a given UA size, reducing the Tilt variance 
could relax the constraint on Lq and so increase the achievable observing time. To give an idea of the 
expected performance when Tilt variance is corrected, we keep the same condition as in eq. |5j but a\ ilt 
is replaced by a^ es : the residual Tip-Tilt variance after correction by the NGS. Figure (left) shows the 
UA size required to achieve 92% of EE when the Tilt variance is corrected at respectively 50, 75 and 
90%. For instance, correcting 75% of Tilt variance will provide a gain of a factor 2 in terms of jitter. 
That approximately corresponds to a gain of a factor of 2 in terms of aperture size : an aperture size 
around 60mas ~ 7AX/D could be large enough to concentrate the quasi totality of the energy up to Lq 
= 40m. This last condition is achieved approximately 40% of the time at Paranal[24 1. Using a NGS can 
thus brings a significant improvement in observing time. 

However, using a NGS makes the issue of Sky Coverage to be again considered. To do this, we determine 
what kind of NGS would be required in order to reduce the Tilt variance to an acceptable level (e.g. 50, 75 
or 90% of correction). We establish the link between the Tilt residual variance (of es ) and observational 
parameters (NGS Magnitude and distance from optical axis, temporal bandwidth, ...) by splitting this 
variance into three terms as : 

®res ®pht ^temp ® aniso v') 

The first term in Eq. represents the photon noise, the second term is the temporal error and the third 
one gives the contribution of anisoplanatism. Their expressions are given by : 



ft 2ln2N ph \N sai 



imp 



°l mp = 0-0162 (^) 2 (^) V3 (9) 

= ^2 < (o<(0) - a*(a)) 2 > (10) 
i=2,3 



a 2 



where B n is the bandwidth of the system, f t is the sampling frequency, N p h the number of photons 
received per aperture size and per integration time, Nt is the turbulent FWHM of the image (in pixels), 
N samp the diffraction FWHM of the image (in pixels), A the scientific wavelength, v the wind speed and 
a the angular distance between the object and the reference source. The subscript wfs refers to the WFS 
wavelength. 

As we are dealing with low order correction, only few WFS sub-apertures are required. To measure the 
global tilt motion only one sub-aperture could be used. We only consider cases when our sub-aperture 
size (d) is larger than r . . Under this condition, we can re-write eq. |8]as : 

j, _ B n it 1 / d_\ j Kifs 



ft 2ln2N ph \r 0wf J \ A ) 

Computing the tilt residual variance we express the percentage of correction (1 — a^ es /a^ ilt )*l00% 
versus the angular distance a, the NGS magnitude and for different system design. In that way, Figure 
(right) shows the percentage of correction for a system working at 50Hz with a single sub-aperture. For 
instance, to correct 75% of the Tilt variance, a NGS with V = 17 at a=4? could be used. 

Then, we choose three NGS characteristics providing a correction of the Tilt variance of respectively 
50%, 75% and 90%. These NGS are respectively describe by : V = 20, a=4.5' ; V = 17, a=4' and V 
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Figure 7: Le/f : Size of the UA required to concentrate 92% of the energy in function of Lq and 
for different percentage of Tilt variance correction. Right : Correspondence between a given % of 
Tilt variance correction and NGS configuration. We have consider the same Zero Point as in section l3~ 1 .21 



= 17, a=1.5'. We are now able to give an estimation of the SC when a partial Tilt correction is applied. 
Results are presented in Table|3] 





Galactic latitude = 30° 


Galactic Latitude = 60° 


Galactic Pole 


V = 20, o=4.5' 


100% 


99.8% 


99.3% 


V = 17, o=4' 


99.8% 


87.3% 


78.6% 


V= 17, o=1.5' 


40.8% 


16.5% 


12.7% 



Table 3: Sky coverage for different galactic latitudes and partial Tilt correction. The magnitude and 
angular distance of the NGS was optimized to maximize the achievable SC. SC are given in % of the 
observable sky. 

For a good correction of Tilt variance (e.g. 75%) we see that a quasi full sky coverage can be obtain 
even at high galactic latitudes. The solution of using a NGS to reduce the Tip-tilt variance can thus be 
implemented without any important loss in sky coverage. 

5 LGS MOAO 

The previous sections allow us to now address the design of an MOAO system. Neglecting FA and 
tomographic issues we will assume that LGSs provide us with the turbulent phase information in each 
direction of interest, except for Tilt modes. The LGSs are bright enough to neglect WFS noise. Fitting, 
aliasing and temporal errors are taken into account as in Sect. 13.1.11 Concerning the Tilt indetermination 
issue and following the approach presented in Sect. |3J we investigate four cases : one when no NGSs are 
available leading to total Tilt indetermination and three when a partial Tilt correction is provided by the 
NGSs described in table |5] Results are presented in Figure [8] 

As in the previous section, Figure [8] shows that the achievable performance depends on the UA size, 
the Sky Coverage and Lq (% of observing time). With no Tilt correction at all, the influence of Lq 
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Figure 8: LGS-WFS AO correction without or with partial correction of Tilt variance for MO AO con- 
cept. Top-Left : No Tilt correction. Top-Right : 50% of Tilt correction thanks to a NGS such as V = 20 
and a=4.5'. Bottom-Left : 75% of Tilt correction thanks to a NGS such as V = 17 and a=4f. Bottom- 
Right : 90% of Tilt correction thanks to a NGS such as V = 17 and o=1.5'. Bottom : AO-corrected PSFs 
for a different Lq and no Tilt correction (Pitch = 0.5m - log sacle). 



is important, and the largest UA must be considered : an UA size of at least 45mas (resp. 90mas) is 
needed to reach the scientific specifications, 40% (resp. 50%) of observing time. When a NGS is used, 
the influence of Lq decreases at the cost of the SC. The graph associated to 78.6% of SC seems to 
correspond to an interesting compromise. In this configuration, the scientific specifications are met for a 
UA size of 50mas and for at least 50% of observing time. 

We see that, according to the most important parameter for scientific specifications it would be possible 
to find the best suited configuration. For instance we can imagine two instruments, one whose priority 
would be the Sky Coverage and one privileging the UA size. The first one will position itself towards a 
solution with no or few Tilt correction at the cost of the UA size, whereas the second one will allow a 
loss in SC in order to sufficiently correct the Tilt residual variance and concentrate a large proportion of 
the energy in small apertures. The best compromise will depend on the high level specifications. 
Finally, when dealing with LGS, other low order modes (e.g. defocus, astigmatism) are corrupted. As 
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the results for the Tilt mode are encouraging, we can easily imagine that the same approach for these 
modes could lead to interesting performance. 



6 Conclusion 

We have presented here some results concerning AO concepts for futures ELTs and particularly for 
3D spectroscopy We have shown that Sky Coverage issue will be a critical point when working with 
NGS-based system and the LGS solution seems inevitable for observations at high galactic latitudes. To 
solve the Tilt determination problem and to obtain a full Sky Coverage, we propose a new concept of 
rather simple Laser Guide Stars systems without Tip-tilt correction. For median atmospheric conditions 
this concept fulfills the scientific requirements. For better performance, the use of a Tilt reference NGS 
even weak or far from optical axis reduces significantly the Tilt variance, and still allow a good Sky 
Coverage. Application to MOAO systems shows that thanks to partial Tilt correction, it could be possi- 
ble to fulfill the scientific specifications in a large range of observational conditions while preserving a 
significant Sky Coverage. 
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